
io fhe Faplerfabrik Mulden stein GmbH (Mul&enstein Fapsr Factory* ltd ») 
in Muldenstein (S 5 2/E 15) • was dismantled in the fall of 19*6* 
installations and raw material stockpiles a as well as about 50 skill©- 
workmens were moved to Stalino^ It has not yet been reported that 
production has been resumed* Ho information has been received yet on 
the installations and capacity of the power plant in the factory* 
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